AMENDMENT NO. 2 JULY 2021 
TO 


IS 168 : 2016 READY MIXED PAINT, AIR DRYING FOR 
GENERAL PURPOSE — SPECIFICATION 


( Fourth Revision ) 


(Page 2, Table 1, SI No. iv), Col 2) — Substitute “Not below 20° C’ for 
‘Not below 25° C’ 


(Page 1, clause 5.3.1) — Substitute ‘300 ppm’ for ‘90 ppm’ 


(Page 4, Annex B, clause B-1) — Insert new clause B-1.3 as: 


‘B-1.3 Carbon Arc Lamp’ 


(Page 4, Annex B, clause B-1) — Insert a note below clause B-1.3. 


‘NOTE — Any of the three apparatus can be used, but in case of dispute “Xenon Arc Lamp” 
apparatus being the referee apparatus shall be followed.’ 
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